REF ID:A61035 


USCIB: 29.2/8 



15 June 1954 


MEMOEtAMDUM FOR THE METERS OF USCIB i 

Subject: Approval of USCIB 29.2/6 dated 4 June 1954. 


There having been no objection to the action proposed in subject 
paper it stands approved and the Director, National Security ^^ency 
should proceed accordingly. 
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F\pproved for Release bv NSA on 06-1 1-2014 pursuant to E.Q. 1 3529 



